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Model 3100 Plotter Control 


The Model 3100 Plotter Control is a powerful, 
Motorola 68000-based microprocessor control. The 
3100 comes standard with a 12-inch video display ter- 
minal and ASCII keyboard for entry and display of 
system parameters; a 5%-inch floppy disk drive for 
program loading; and a convenient hand-held 
operator control panel. GSI’s most versatile control, 
the Model 3100 can be configured with a wide range 
of GSI pen and photoplotters. 


Powerful 

e Equipped with the Motorola 68000, the 3100 Con- 
trol comes with 256K bytes of memory. This allows 
for input data buffering and look-ahead processing 
for automatic acceleration and deceleration, 
resulting in optimum traversing speed and max- 
imum plotter throughput. 

e Linear, quadrant circular, and 360° circular inter- 
polation of-incremental and absolute data in EIA 
RS-274-D format are standard; parabolic/cubic 
interpolation is available. 


Multiple plot queuing allows the operator to plot up 
to 16 separate plot files, each with its own offset, 
without operator intervention. 

e Automatic dash line generation, data’scaling, mir- 
roring, windowing, and on-board stored symbols 
are capabilities of the 3100 Control. 


Versatile 

Extensive data input formats - - (choose 1, 2, or all 3 of 
the following) 

e Gerber 400 Format (EIA RS-274-D) 

e Gerber 500 Format 

e Gerber Extended Binary 


On-Line or Off-Line, or both - - (choose 1, 2, or all 5 of 
the following data input modes) 

e Paper Tape Input 

9 Track 800/1600 bpi Magnetic Tape 

8 bit Parallel or 16 bit Parallel Interface 

RS-232-C Serial Interface 

IBM Series 1 Interface 
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Ease of Operation 


System Parameters may be changed via operator’s 
console as far as 25 feet from the plotter. Using the 
following commands, the operator controls these 
system operations: 

Acceleration Limit 

Aperture Offset 

Aperture Velocity (OEH-F) 

Axis Select 

Block Delete 

Dashed Line 

End of Block Character 

File Search 

Format Statement 

Input Code 

Input Data Display 

Input Device 

Load Symbol 

Mirror Image 

Mode 

Offset 

Optional Stop 

Scale Factor 

Sequence Number Start 

Sequence Number End 

Symbol Mirror 

Symbol Scale 

Table Position 

Tape Position 

Tool Delays 

Velocity Limit 


Hardware Options 


e Console Display Terminal with Integral Thermal 
Printer 

Desk Top Enclosure 

800/1600 bpi Mag Tape Unit 

Paper Tape Reader/Handler 

Parallel Interface/100 foot Cable 

Series 1 Interface/100 foot Cable 

RS-232 Interface/50 foot Cable 

Plot Prevue Station 


Software Options 


e 500 Format 

e Extended Binary Format 

e Plot Queuing 

e Parabolic/Cubic Interpolation 


Backed by over 25 years of practical, production ex- 
perience, The Gerber Scientific Instrument Company 
has established a world-wide reputation for manufac- 
turing reliable, high-quality drafting systems. The 
precision plotters, the accessory heads that make 
them so versatile, and the powerful plotter controls 
more than satisfy the size, speed, and throughput re- 
quirements of every precision plotting application. 
Electronic, aerospace, shipbuilding, cartography, 
architectural engineering, and the automotive in- 
dustries all benefit from the experience and expertise 
that Gerber builds into every system. 


Sales/Service Offices 


Sales & Service Offices in the United States 


Eastern Area Sales Offices Western Area Sales Offices 
Northeastern Region . Midwestern Region 
83 Gerber Road West 100 Tower Drive 
South Windsor, CT 06074 Suite 228 
TEL: (203) 644-1551 Burr Ridge, IL 60521 

TEL: (312) 655-2900 
Middle Atlantic Region 
1370 Piccard Drive Southwestern Region 
Rockville, MD 20850 1100 N. Tustin Avenue 
TEL: (301) 840-0555 Suite 103 

Anaheim, CA 92807 
Southeastern Region TEL: (714) 632-9843 
Suite 432 
120 Interstate No. Pkwy., E. 
Atlanta, GA 30339 
TEL: (404) 953-8400 


Northwestern Region 
1500 Wyatt Drive #15 
Santa Clara, CA 95054 
TEL: (408) 980-1144 
Central Region 

33039 Schoolcraft Road 

Livonia, MI 48150 

TEL: (313) 525-3003 


European Headquarters 
Gerber Scientific Europe S.A. 
Boulevard du Souverain, 100 


Corporate Headquarters Boite 2 
The Gerber Scientific 
Instrument Company 
83 Gerber Road West 
South Windsor, CT 06074 


1170 Brussels, Belgium 
TEL: (32) 02/672.23.10 
TLX: (846) 24139 


TEL: (203) 644-1551 In Israel: 
TWX: 710-427-2218 Beta Engineering & Development, Ltd. 
TLX: 99290 P.O. Box 98 


Beer Sheva, Israel 
TEL: (972) 057/34341 
TX: (922) 5388 


Additional International Sales 

and Service Representatives: 

Argentina, Australia, Brazil, Hong Kong, India, Japan, Korea, 
Singapore, South Africa, Sweden, Taiwan and Thailand 
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